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as it mav, I can only advise the afflicted people of Sindh in
terms of non-violence.

The question in Sindh is not really one between Hindus
and HusUms. it is essentially one between weak people
and strong. Muslims fight among themselves as badly as
with Hindus. Hindus have also been known to fight among
themselves. It will be wrong to weigh ferocity in golden
scales.

Hinduism has become a synonym for weakness and
Islam for physical strength. Hindus, although they have
been taught to believe in Ahimsa, have not shown en masse
the strength of Ahimsa, have never shown its superiority,
when matched against physical strength. I have maintain-
ed that superiority over physical strength, however over-
whelming, is the core of Ahimsa, and I have further maintain-
ed that this non-violence can be exercised' as well by
individuals as by groups of them, yea, even by millions to-
gether. The experiment is still in the making. Sufficient
evidence has accumulated during the past twenty years to
show that the experiment is worth making. Nothing can
possibly be lost by continuing it, provided of course that
the non-violence is of the standard brand.

Nothing has come under my observation to show that
there was in Sukkur or Shikarpur even one person who
believed in and practised non-violence of the strong. Sad
there been one, we would surely have known of him as we
know of Ganesh Shankar Vidyarthi. One such person can
any day give a better account of himself than one armed
to the teeth.

There are many Congressmen in Sukkur and Shikarpur,
but they are not non-violently organized. It is not their
fault. They know no better. As I have been repeatedly
saying nowadays, our non-violence has not been of the
strong. Weak people cannot develop it all of a sudden. But I
have no other drug in my chest. I can only prescribe what
I have and what has never failed. I can only, therefore, say:
'Try and try again until you succeed.' In the composition of
the truly brave there should be no malice, no anger, no
distrust, no fear of death or physical hurt. Non-violence
is certainly n6t for those who lack these essential qualities.